
SYSTEM 128 IN LIEU OF SYSTEM 12, IS YOUR INTENTION TO USE SYSTEM 9A 


AND NOT SYSTEM 9B? IF THIS IS CORRECT, THE, AFT LOOKING SYSTEM 
12 B ANTENNA, WHICH IS NOW LOCATED I.N THE DRAG CHUTE COMPARTMENT 
FOR THE PROJECT ARTICLES, MUST BE RELOCATED, TO ALLOW CONTINUED 
USE OF SYSTEM 9A. THIS WILL REQUIRE RADIATION PATTERN MEASUREMENTS 

^ AS THESE ANTENNA LOCATIONS ARE CRITICAL, 

COAX CABLE ROUTING AND WIRE ROUTING WILL BE DIFFERENT AND 


25X1 A 


WILL REQUIRE A MOCKUP ON FIRST ARTICLE. ALSO, THE SYSTEM 12B 
SCOPE CURRENTLY IN USE FOR PROJECT HAS BEEN MODIFIED TO INCLUDE 
SOME SYSTEM 9B FUNCTIONS. 

REQUEST PERMISSION- TO COORDINATE WITH REGARDING 

INTERCONNECTIONS OF SYSTEMS 9A AND 12B « PLEASE ADVISE. 

UL- END OF MESSAGE 
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